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General Manager 
INT'L. HDORS. Construction Dept. 


HAROLD O. SCARLETT 
1h 21 born in 


‘tre 


19.42 Ups. States Army, 


ingsctcectet 


1962—F: 


eazisy of 3 §, Krome Go Ale Engineer, 


1955—August. Chief Mechanical Superintendent, Cour 
struction 


1965—December, Assistant Manager Construction Dept. 
1969—February, General Manager, Construction Dept. 
1969—November, President of Huck Fixture Company. 
Registered Professional Engineer. 
Member Tau Beta Pi, Engineering Fraternity. 





